aATE “Rene 18 Nov 61 


ca D 1 RECTOR 


PROT : oe 25X1A 
acriar: OPS -2~ 3-5) 


mo : S/C (6 
: 25 cf ) 


TOR: S149z 1p NOV 61 


» opm QR xia 
2x6 
A. 198¢ 
2oX1A 8. BE 10/0152. 
C. MISSION SUCCESSFUL, NAY GOOD, ACFT IN, EQUIPMENT OPER GOOD. 
D. EXPOSED ALL SIX FILTERS. COMPLETED TWO SEPARATE ORBITS. 
END OF MESSAGE 
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